ECO-FRIENDLY 


Keeps sock in place 


Secures sock around calf 


Control the growth of odour 
causing bacteria-stay fresh 
and clean 


58% Bamboo | 7% Cotton 


Great comfort wearing 33% Polyester | 2% Elastane 


for long working hours 


Provides durability in high Helps prevent irritation 


impact areas 


Activ-Step® eco-friendly socks are abrasion resistant, naturally 
antibacterial and highly comfortable. 


Packed with features they are manufactured using more than 
50% bamboo and have wear resistance higher than normal 
industry standards. 


The packaging has been selected with careful consideration, 
featuring recycled and recyclable kraft card and soya inks which 
make it far easier for our recycling centres to process. 


PACK OF 2 PAIRS 
Available in two sizes UK 
6-12 and UK 13-16. 


® UK 6-12: ECOSOCK/6-12 
O ¢ a UK 13-16: ECOSOCK/13-16 


INDUSTRY DEFINING SAFETY FOOTWEAR 
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To discuss further please call +44(0)1773 608616 to talk to a member of Rock Fall’s technical and sales team. 
| Email: | Live Chat: | Call: 


